From: 

Sent: 

To: 


Piro, Peter (DPH) 

Thursday, August 30, 2012 11:38 AM 
Corbett, Kate (DPH) 


hi 

Peter Piro 

GC/MS Laboratory Supervisor I 

Massachusetts State Police Crime Laboratory 

Forensic Drug Laboratory, Rm 361 

305 South| Street 

Jamaica Plain, Ma 02130 

617-983-6634 

Peter. Piro@state.ma. us 


i 


Corbett email PRR 013456 



